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GILMORE ELECTRIC COMPANY, 
Olfice, and: Factory, SOUTH BOSTON, 


625-627 FIRST STREET. 


Near L. MASS. 


SPECIAL NOTICE. 


To facilitate shipments and save correspondence, we beg to call the attention of our 
customers to the following points.— 

Parties having no account with us will save delay by sending cash or satisfactory 
references with the order. 

C. O. D. orders must be accompanied with sufficient cash to cover transportation 
both ways. Regular terms sixty days or 2% cash discount if paid within ten days. 

In ordering, give shipping directions, whether freight or express, and what line if 
any preference. 

Where no directions are given we will use our best judgment, and will not allow 
claims as to best and cheapest transportation. 

All our goods are packed by experienced shippers, and we cannot be held responsi- 
ble for breakage in transit. 5 

No claims allowed for shortage of any nature whatsoever, unless made immediately 
upon receipt of goods. 

Our responsibility as shippers ceases upon delivery of goods at way station or 
wharf, with transportation company’s receipt:obtained for same in good condition. 


INTRODUCTION. 


The following pages illustrate the several styles of lamps we manufacture. Under 
each style is listed the candle powers and voltages we commonly supply. We make to 
order any candle power in any style. 


UNANCHORED COIL FILAMENT LAMPS. 


Are well adapted for general illuminations, when used vertically with tip 
down, especially for illuminating halls, and for out of door lighting. The 
single coil for 16 c. p. The double coil for 10 c. p. or less. 


ANCHORED OVAL FILAMENT LAMPS. 


For general illumination, where lamp is inclined or subject to jars. 


TYPES M AND N. 


To fill all the above requirements, and especially valuable where more useful 
light is required. See following pages. 


OUR G UARANTEE. All goods supplied by us if not as repre- 


sented will be replaced free of charge. 





Note.—Do not wait until goods are used up. If they are not satisfactory write 
UiSeace Once. 


GILMORE ELECTRIC CO. 


Light. 


Users of incandescent lamps are beginning to realize that no one style of lamp will fill all 
requirements; one case required horizontal, another vertical light: 
For convenience we will divide the light given from an incandescent lamp into three parts. 


LOST LIGHT. That part throWwn into the base of the lamp and lost, or throtwn so high that tt is of no value. 


HORIZONTAL LIGHT. Light from a lamp between the angles of 45 degrees above to 50 degrees below 
the horizontal. 


USEFUL OR VERTICAL LIGHT. Light between the angle of 40 degrees either side of the tip. 


The sum total of these three parts constitute Spherical Light. 
We claim that what we call Useful Light is in most cases the most valuable, but there are 
some cases, where Horizontal Light is equally valuable. 


TYPES M AND N. 


A lamp to give vertical or useful light must of necessity be one containing a filament with 
several coils or convolutions. These coils must have sufficient rigidity and in order to get this must 
be anchored. At the present time our Types M and N are the only anchored filament lamps that 
give a large amount of useful light. In perfecting this lamp we made over twenty different 
styles of lamps, mostly anchored, but all except Types M and N had some undesirable electrical 
or mechanical feature. Fig’s 2, 3 and 4 were among the best, but even these were not satisfactory. 
The principal difficulty of anchoring a filament of many coils is illustrated in Fig’s 6 and 7. If coil 
(c) is held rigid, coil (a) will in vibrating short circuit on the anchor and burn out the filament. The 
end of the anchor might be insulated, but that would be unmechanical and clumsy. Again, an 
anchor direct on the coil does not allow proper expansion and contraction of the filament due to 
turning on and off the current. Fig’s 2 and 4 show a form of anchor that lacks mechanical strength, 
obstructs the light and does not at all support the coils. Compare Fig’s 5 and 14 for liability of 
coils to strike anchor. Note that in Type M the coils can be separated at (b) so as to spread the 
light around the tip, impossible in the 4 coil type. 
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For STREET SERIES see Pages 21-24. 


GILMORE ELECTRIC CO. 


Horizontal Light and Standard C. P. | 


It has been the custom to measure lamps by 
the horizontal candle-power regardless of the 
large or small amount of light thrown in the 
useful direction. This is not a fair test, for if 
you measure two lamps (according to this stand- 
ard) the one that has the most light in the 
horizontal and least in the vertical direction will 
have the longest life, and apparently be the most 
efficient. 


Law. 


It follows from the law of conservation of 
energy that several filaments of exactly the same 
length, diameter and risistance, will.give exactly 
the same total light, (spherical light) at the same 
consumption of energy. Regardlessof the shape 
of the filament. But the shape of the filament 
does determine how this total light is distributed 
in the various directions. 

In order to demonstrate the above facts we 
have made a great many tests. The test shown 
in Fig. 15 were made on lamps so constructed 
that the light usually lost in the base could be 
measured. The filaments were all made out of 
the same piece of fibre, and measured very care- 
fully before and after carbonizing. In every 
way all the lamps received exactly the same 
treatment. 
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MINIATURE and CANDELABRA Pages 14-20. 


GILMORE ELECTRIC CO. 


Relative Values. 


Curves in Fig. 15 show the relative 
values of the three types only as far as 
distribution of candle-power is con- 
cerned, and do not consider the value of 
anchors, etc. By changing the size of 
the coils, slightly different results were 
obtained, butin all the tests the relative 
values were about as shown. In Fig. 
16 we show five types of lamps all with 
the same horizontal rating (16 candle- 
power). 

The accompanying table shows the 
distribution of light, energy, etc., for 
four types of lamps all of the same life. 

Lamps are of the same life when the 
watts per spherical candle-power is the 
same. (Lost light must be considered 
in the spherical light). In this tablea 
3% watt oval filament lamp has been 
taken as a standard by which to com- 
pare the others. 
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Street Railway 
Lamp. 


Types N 1 and N 2. 


Can you afford to use any 
other ? 

Type N 1 gives more light 
for less power. 

Type N 2 gives 45% more 
light for same power. 


16CP Wee RED) 
REAL 
VY 

















You should at least equip 
a few cars for trial. If they 
are not satisfactory you can 
return. 


Remember, 


ARE ANCHORED. 


THEY HAVE 4 COILS. 


GIVE 45% MORE 
LIGHT. 





ROSETTES Pages 28-29. 


TYPE M ° Code Word ATTACK. 


Patent Applied For. 


100-125 Volts. 16-32-50 Candle Power. 
200-300 Volts. 16-32-50 Candle. Power. 


TYPE N. _ Code Word ASTRAY, 
Railway and Steamboat Lamp. 


100-125 Volts. 16-32 Candle Power. 























| GILMORE ELEC, CO. 
VOLS. Pat’sAppliedfor. ¢; 






























































In ordering state Type and Number. 











TYPE NO. 
Amount Extra Useful Light. 














LAMPS PER HP. 


Elee- | Mech- 
trical. | anical 






MEAN USEFUL 
LIGHT. 
































































































Regular Anchored 


1 y 
16c. p.34 watt Anchored Oval Oval Lanes! 


o.OCn Dp: 





13 10.7 


























Introduced for compar- 


16c.p.4 watt Anchored Oval 1eotbonie 


2 ies 

















For Central Stations 
and Isolated Plants 
having the Best of 
Regulation. 


Good Life. 


For Plants with Ordi- 
nary Good Regula- 
tion. 


Very Good Life. Medium 
Economy. 






































Mi 20% More Useful Light 












































































































































M2 38% More Useful Light 























Economy. 

















































































































M3 20% More Useful Light 




































































M 4 38% More Useful Light 





For Street Railways 
and Plants having 
Poor Regulation. 


8.7] Very Long Life. 


Nir 35% More Useful Light 
Cut % Size, 





N2 45% More Useful Light 


























































































































































































































16 C.P. % Size. 


GILMORE ELECTRIC CO. 


TYPE A. Code Word ASP. 


Candle Power 16 and 32. 
All Voltages 50 to 125. 
Filament Single Coil. 


Standard package, LGC). Ds. 2 sO 
6é ce me c¢ 150 


Made also in Frosted or Artificially Colored Bulbs. 


Natural Colored Bulbs see Page 12. 


GILMORE ELECTRIC CO. 
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eu q TYPE B. 
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Code Word ASPIRE. 































































































































































































Candle Power 8, 10, 16, 32, 50. 
All Voltages 90 to 125. 
Filament Oval Anchored. 






































































































































































































































































































































































































































CrP. VOLTS. STANDARD PACKAGE. 
—s 8 go to 125 300 
: 10 go to 125 300 
== 16 go to 125 250 
= 32 go to 125 100 
50 GORCOmIA5 100 
Vv 


16 C. P. % Size. 


Made also in Frosted or Artificially Colored Bulbs, 


Ly 


GILMORE ELECTRIC CO, 


TYPE D. Code Word ASSENT. 











Candle Power 8, 10, 16, 20, 25. 
All Voltages 100 to 125. 

Filament Double Coil. 

Standard Package 250 to 300. 


COLORED BULBS. 
Types A and D, 


LOECss Ds Ruby, Green and Blue. 




































































seman Ate Ruby, Green, Blue, Amber, Opal and 
Canary. 
22 ie Ruby and Opal. 





Cut represents our 16 C. P. Bulb, 
34 size. 


Lamp furnished Frosted and Artificially Colored. 


GUEVOREBELEGURICECO: 





TYPE F. 
Tubular or Bunghole. i 
2 in, Code Word ARGENT. 
Size 1% by 6 inch. 2% in. Code Word ARMS. 


Candlepower 8, ro and 16. 
All voltages 50 to 125. 
































Plain, Frosted or Artificially 
Colored. 
































Round Bulb or Decorative. 


Bulbs 2 and 2% inch diameter. 
Candlepower 8, 10 and 16. 
All voltages 50 to 125. 








2 in. Bulbs Plain, Frosted, 
Natural Colored, Red, Blue, Green, 
Amber, Opal or Artificially 

Colored. Cut 34 Size. 
2% in. Bulbs Plain, Frosted or 
Cut 3% Size. Artificially Colored. ‘ 








Miniature Incandescent Lamps. 





IDX PORTANT. 


Miniature Series. 


In burning lamps in Series it is necessary, in order to get good results, that each of 
1 4 the lamps in any one series should be the same within three one-hundredths of an ampere. 
The Voltage may vary but the sum of the voltages in any series must be within 
three volts of the voltage of the circuit. 
If a lamp burns out replace with a lamp of the same voltage and amperes. 
When Ordering Series lamps to replace burned-outs always state the voltage and 
amperes of those in use, also voltage of circuit. 


Miniature Multiple. 


In ordering Multiple Sign and Candelabra lamps the voltage of the circuit should 
be specified. 
By following suggestions you will save trouble, delay and expense. 


GILMORE ELECTRIC Co. 


















































TYPE G. 
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Cut Full Size. 


Code Word ASSIST. 
SERIES OR MULTIPLE 
CANDELABRA, SIGN OR DECORATIVE 


LAMPS. 


Will fit Candelabra or No. 2 Receptacle. 


Candle Power 6 and 8. 


In Multiple on 50-60 and 110-120 Volt. 
2 in Series on 100-120 Volt. 


Current for 50-60 Volt, <5, Amp. approxi 
a eT OO-1O2 ey Stas 


mately. 


roe c¢ 
10 


A popular lamp for 
large letters. 


illuminated signs having 


Plain, Frosted or Artificially Colored. 


GILMORE ELECTRIC CO. 











TYPE Fi. Code Word ASTER. 







































































SERIES OR MULTIPLE 
CANDELABRA LAMP. 
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Will fit Receptacles Nos. 2 and 32. 


Candle Power 10 or 12. 
In Multiple on 50-60 and 110-120 Volts. 
2 tn Series on 110-120 Volts. 


Current approximately .65 amperes. 





Cut Full Size. 


Plain, Frosted or Artfictally Colored. 




















































































































GILMORE ELECTRIC CO. 























TYPE I. 


























































































































Code Word AWK. 















































HIGH EFFICIENCY BATTERY LAMP. 


For automobiles and other purposes where stor- 
age batteries are used. 


Must not be used in series. 


























- 






































Candle Power 6 to10. olts6to25. Any Efficiency. 


Note. — MADE TO ORDER ONLY. 
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Plain, Frosted or Artificially Colored, 


TYPE J. 


Cut Full Size. 


AUTOMOBILE LAMPS. 


Will fit Receptacles Nos. 2 and 3. 

3 C. P., 14 and 22 volts, approximately .75 and .33 
amperes. 

5 C. P., 22 volts, approximately .50 amperes. 


8 C. P., 22 volts, approximately .75 amperes. 


TYPE J. 
Code Word ATHLETE. 


Cuts Full Size, 


2 


— 
























































TaGwees 
Current approximately } amp. 


Used for sign and decorative 
work where lamps are to be 
placed close together. 


Made in Plain, Frosted or Artificially Colored Bulbs. 


MINIATURE BASE, 
will fit Receptacle No. I. 


8 in Series on 100-125 volts. 


1C.P, Ate Ge ‘© 50-60 


GILMORE ELECTRIC CO. 


Special Series Lamps. 


B 




















_ 3 C. P. 


3 Cer. 


Current approximately lamp. 


Used for decorative work where 
lamps ARE NOT required to 
be close together. 


Made also 6 c. p. for automo- 
biles. Voltage 12-14. Miniature 
or Candelabra base. 
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5C.P. 


CANDELABRA BASE, 


Will fit Receptacles Nos. 2 and 3. 


4in Series on 100-125 Volts. 
2 ae ae ae 50-60 ae 
Current approximately .75 amperes. 
Used for decorative purposes. 
Can also be used to advantage in illumina- 
tions covering large area. 


Ruby, Blue, Green. 


GILMORE ELECTRIC CO. 





» 


Cut Full Size. 
TYPE K. Code Word ATOM, 


6 and 8 Candlepower will fit Receptacles 
Nos.2and3. 20r3in series on Ioo to 120 volt. 
In Multiple on 50to 60 volt. Current Approx- 
imately .50 Amperes. 


Plain, Frosted and Artificially Colored. 

















= 
Cut Fall Size. Cut Full Size. 
Code Word Code Word 


TYPE L. aTRopHY. TYPE O. AUBURN. 


6 and 8 Candlepower will fit Receptacles Nos.2 and 3. 2o0r3in 
Series on 100 to 120 volt. In Multiple on 50 to 60 volt. Current 
Approximately .50 Amperes. 

In Multiple on 100 to 120 volt. Slightly larger bulb. Current 
Approximately .30 Amperes. 


«Hire 
NOTICE. 





Particular attention should be paid to Rosettes, pages 
Zo and 2). 


Best goods made. Lowest prices. 
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Type M’and N Lamps, pages 8 and 9. 


‘*DO YOU WANT USEFUL LIGHT.’’ 


Sei 


Gilmore Street Series Lamps. 


We solicit a trial of our SERIES LAMPS. | 

WE CLAIM THAT OUR LAMPS ARE BETTER THAN ANY 
OTHER MAKE, as they will MAINTAIN candle power BETTER, and 
have LONGER LIFE at STATED EFFICIENCY. 

TESTS have shown that our lamps are supertor. . 

If you are interested in securing the BEST you cannot afford to use 


any other than 
THE GILMORE. 







































































































































































25 C. P. % Size, 
TYPE C. 


GILMORE ELEC ERIG GO: 


Series Lamps. 


MAINTAIN CANDLE POWER BETTER. 


WILL HAVE LONGER LIFE AT STATED 
EFFICIENCY THAN ANY OTHER 
MAKE. 


Price List 


Gilmore Series Lamps. 
ALTERNATING SYSTEM. 


Current below 6 amperes. T. H., Bernstein, 
or Heisler Base. 


16, 20, 25, 30 and 32 Candle Power .$ .65 
40 CandlésRowerer-.0e ie ane 75 
459°50-alld106 Candle, Powete usm <t ceeen O 5 


SPECIAL PRICES, 


We give special prices on contracts for 
year’s supply. 


We make a LIBERAL ALLOWANCE for old Lamp Bases. 
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SIL ae RE 
STREETSERIES 




























































































































































































































































































































































































































































































































































































































































































































































































































































































25 and 32 G P, 























GILMORE ELECTRIC CO. 


Points of Excellence. 


VACUUM. 


MAINTENANCE OF CANDLE 
POWER. 
LENGTH OF LIFE. 


Price List 
Gilmore Series Lamps. 23 
ARC SYSTEM. 
Current 6 amperes and above. 
T. H., Bernstein or Heisler Base. 


20, 25, 30 and 32 Candle Power $1.00 
40, 45 and 50 Candle Power. . 1.15 
65, 75, 100 and 125 Candle Power 1.30 


SPECIAL PRICES. 
We give special prices on contracts 
for year’s supply. 


We make a LIBERAL ALLOWANCE for 
old Lamp Bases. 































































































GILMORE ELECTRIC CO. 
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Cut of Our 100 C. P, 


¥% Size 


GILMORE ELECTRIC CO. 


T.-H. SERIES BASE, Smalt, see Page 22. 
T.-H. SERIES BASE, Large, see Page 23. 


Bank BoarpD. 












































































































































Se TTT 


No. 3 Heisler Base. 


Will also fit Bernstein 
Socket. 


Bernstein Base. 






GENERATOR. 


Construction of 


Bank Board. 














































































































Ku. 2 Heisler Base Base /#°x28° More on Less. 
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GILMORE ELECTRIC CO. 


SERIES AND APC LAMPS 


) 


26 Series Lamps 
.S) 


Mourtrece Lamps 
GENERATOR 


Ea] O EOL) LOR NIMES 
DIRECT CURRENT. 


GENERATOR 
ALT, CURRENT. 


METHOD OF WIREING FOR DIRECT AND ALTERNATING CURRENT 





For BANK BOARD See Page 25. 


GILMORE ELECTRIC CO. 


wl MORE IMI NDS» 


GILMORE and LITTLE DIAMOND. 


GILMORE ELECTRIC CO, 





| Gilmore or 796 Rosette. 







































































LEAT 
( ONCEALED 
OMBINATION. 
































































































































































































































FEW EQUAL. 
















































































































































































































































































NONE SUPERIOR. 
EASY TO TAKE APART. NO SCREW DRIVER; ONLY A QUARTER TURN. 


MINIATURE LAMPS see Pages 14-20. 


GILMORE ELECTRIC CO. 


“Little Diamond.”’ 


The Best Cheap Rosette Made. 


INTRODUCED TO SUPPLY THE DEMAND FOR 
A CHEAPER GRADE, 


29 





IF YOU WANT THE BEST UsE 
THE GILMORE. 


Otherwise “LITTLE DIAMOND” will 
fill the bill. 





LEAT 
RAILWAY LAMPS see Page 9. ONCEALED 
OMBINA TION... 
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TELEGRAPH CODE. 


CODE IN GENERAL. 


Abjectness . . Answer by mail. 

Abjure ... .Answer by telegraph, night message. 
Abjuring...Answer by telegraph, day message. 
Ablation . . . Letterintransit containing full particulars. 
Able ... . . Write giving full particulars. 

Ablution . . . Referring to our telegram of. 

Abnegate. . . Referring to yourtelegramof... 


Abnegation. . Referring to our letter. of. 

Abnormal . . Referring to your letterof... 

Abraham. . . Unlessotherwise advised willassume that. 
Abridging . . Will dothe best we possibly can. 
Abrogate, . . Dothe best you possibly can. 

Abrogation. . Will this be satisfactory? 


Abrupt... 
Abruptly. . 
Abruptness 


. This is of the utmost importance. 
. Will be in New Yorkon... 
- Will bein Bostonon... 


REGARDING ORDERS. 


Absalom . . .Ship by express. 
Absconding . Ship by freight. 


Absented. . . Ship by prepaid express. 
Absenting . .Ship by prepaid freight. 
Absolutely . . Ship by express C. O. D. 


- Ship by freight with sight draft attached to 
bill of lading. 
- Duplicate our order No... . 
-Addtoourorder No.... 
Absorb. . ..Cancelourorder No... . 
Absorbed. . . Too late to cancel; goods shipped. 
Absorbing . .Do not understand your order. 
details. 
- Give list numbers of code words on your 
order No. 
. Change our order Oftetys -itO mies 


Absolution . 
Absolutory . 
Absolve 
Send full 
Absorbent . 
Absorption. 
INQUIRIES REGARDING PRICES. 


Abstain ...At what pricecan you furnish... 
Abstracted . .Quote us bytelegraphon... 


Abstractly . .Quote us by mailon... 
Abstruse . . . Make quotation F. O. B. Boston. 
Academic - Make quotation F. O. B. Boston, with sight 


draft attached to bill lading. 





REPLIES REGARDING PRICES. 


Academical ....isourpriceon... 
Academy. . .Cannot accept at price your order No... . 


Accelerate . .This quotation F.O.B. Boston. We do not 
ship any other way. 

Acceptance. . This quotation F. O. B. Boston. Freight 
rate per 100lbs. weunderstandtohe. . .cts. 

Accented. . . This quotation F. O. B. Boston with sight 


draft attached. 

- Cannot better quotation. 

. We quote for immediate telegraph accep- 
tance. 

Accidental . . We will accept your order. 

Acclimate . .Cash thirty days. 

Accordion . .Cash sixty days. 

Accosted . . . Your financialstanding being unknown we 
will send goods C. O. D. unless otherwise 
advised. 

. Kindly send references as to your financial 
standing, or shall we ship by freight with 
sight draft attached to bill lading. 


Accessible . 
Accessory 


Accountant. 


INQUIRIES REGARDING SHIPMENTS. 


Accretion. . . How soon can you ship? 

Accumulate . When did you ship our order No... .? 

Accurate... Trace shipment of order No... 

Accursed. . . By what route did youshipourorderNo.. .? 

Accusation. . Rush our order No.. 

Accusing. . .If you cannot ship all at once, ship what 
you can and let the balance follow. 

Accustom . .Hold for further advice order No... . 

Acrobity . . . Have you shipped goods on our order, if not 
when will you? 


Acetic 
Achieve... 


REPLIES REGARDING SHIPMENTS. 


. . . Can ship complete on receipt of order. 


-Can-make partial shipment immediately 
and balance within a few days. 


Achieving . . Cannot say definitely when shipment could 
be made. Probablyinabout... 
Aching... .Have sent tracer as requested. 


Achromate.... 


-is the number of your order which 
was shipped complete... 


Acidity . . . .Can you ship at once from stock if advised 
immediately ? 

INCIGNGSS sv asp ens « is the number of your order on which 
a partial shipment was made... 

Acidulous . Will advise you later regarding balance. 

Aconite .. . The delay will be considerable. 


EAI COLIUN Ver iia 


Acquaint. . . There will bea delay of... 

Acquainted . There will be no delay. 

Acquiesce .. ae days your order can be shipped com- 

Acquiring . aa as from receipt of order we can 

ship if advised at once. 
STYLE OF LAMPS. 

PLY PCg Alumni. kon ie Asp. Type K oe ete, SPA LOM 6 
“(Biles weer Spire Re IGietieue eye AtrOp iy. 
a Ca . . Assail. Lda Vi Ares 5: sl Attack. 

SE Ds ov tender ASSent: y Nites es «> SASLTAY. 
en) tack ae A TONS ty Ome ints © eAUDUrH. 
“ F ("2) - Agent. ee Peed + «ne AUStiN. 
2 Fi(23¢ Le, aArins: Ws! ORs. +. Author. 
Un Gla aoe. nes Assist. st R.... . «Autocrat. 
ee = ey ene Aster. + See!)  AULODSY. 
“ Tedetouee cpus Awk. a ah een Avarice. 


. There will be little delay. 





REGARDING QUANTITY. 


Acquit ... .One standard package. 
Acquittal. . . Two standard packages. 


Acrimony . . Three standard packages. 
Acrobat . . Four standard packages. 

Acrostic .. . Five standard packages. 

Acroterial . .One hundred. 

Acting ... .Two hundred. 


Actiniform. . Two hundred and fifty. 
Actinism. . . Three hundred. 
Actively .. . Four hundred. 
Activeness . . Five hundred. 


Actual - -Seven hundred and fifty. 
Actuate. . . .25 eachof the following. 
Actuation . .50eachof the following. 
Actuosity. . .75 each of the following. 


Acumen .. .100 each of the following. 
Acuminate. .150 each of the following. 
Acute . . 200 each of the following. 
Adam... . . 250 each of the following. 
Adamant. . .500 each of the following. 
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COLORED LAMPS. 


Natural Colored. Artificially Colored. 


Greeneeins ASaic) shoe nce s « es - » Astonish, 
Blue weie st ASH. .1ce scab iets ok ere SCOLLE Ce 
Amber ASS ESSOT: «alla onc ach cute eee Astral, 
Ruby ...Assiduous ..... -.. . Attain. 
Opal 7 ASSUAGE! te) cr che) sue dee we Attire. 
Canary ..Asterisk......... . Attic. 
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REGULAR STOCK LAMPS. 





INCANDESCENT LAMP 


EDISON. 


CODE. 


T.-H. 








WESTINGHOUSE. 




















volts. . 4 watts. . 6c¢.p.+. s+... « -eAdequate -.....-, « « eAlbino. « «oe + ee « - «Amnesty. 
104 volts. . 4 watts... 6c.p......-.. «»Adherency wh «deel oh Ws) AT DUI sled seek osu e ta aMehe Met ATNETEeL. 
tio volts. .4 watts. .6c.p.....e..- »Adherent viel smreMececeite etecA IDUMEN Wa sere eiieiien orice AIMDHIbian, 
- volts. .4 watts..6c.p..+«.e-e+-ee-.-eAdherently .......-.--Alburnous......... -Amphibious. 
TOABVOLS is Mal A Watts Wee, O Co Duvets: on eas Be sale AGDESION ts fs, tea ements Alchemy ...-e-+.+«s « -Amphipoda. 
Tio volts. . 4 watts... 6C.p.< «+--+ «. -Adhesively .'. .'+ s « ¢ « « »AlCOhOl «sss + es « « os Atmpnhoral. 
sVOItS/ mata ewatts: 6 110 Cope. oe: eiel evs) » AGIPOSE@is \c jon elle. on eel a erhars ALGETIMATIN . ol steMelial smelt Amuse: 
BAnVOMtS cue, 3G WALES 6, [TOVE Pu avec we a) es ACJOULI: +) erleneh wisicese tomeets) ALGINCG wich edclin oma yneueMens ATIUSeIMelts 
TOO; VOItS Fs 374. WALLS) 2). IOC. Pe ote We ole da) -«) pACJOUPNEM 6: jer tet ere) ot ere nies, ALE w totol san eile Ise atintemmee ATIUSIIGs 
104 volts. . 344 watts. .Ioc.p.......  .Adjudicate....... so he wALCMDIG . tease: cma hatn ate AID USIelys 
TIO) volts. '.°334 watts... -1O"C. Ps chee oe > @ AGJUNCE (eo 6's so eerie « PALCXANMEH ls wees eles Anaconda: 
TiS VOLG HEIN See WATTS (45: TOUC.E Pn suieits Maine eeliaiea A G]UNCtiV eG: tiem Utena Al ired-sticutengeretc. sete aeaeie Andrew. 

MEVOItS oe Seee WALLS CeO NC. Ds wis (eres leben o ACI USCIN Go) emo be eu siiaivee nome Algernon ....-+.+.-e+. -Angio. 

BO VOLS «26 Ua se WALES 61. TOL CH Pure te) nis) oh eon oh A CIUSEIM EM be apie lon vit etelinel emails Alienation + ++ » » Anglican. 

52 volts... 20324 watts -' 616 C. Dre 60s) 2 ois « sw Adjutant eres © sue - «- Alimentary ....-. +... .Angus. 

54 volts. . 334 watts. .16c.p........-Administer ~.....-+.e6 ALIMONY lies (velo meist nates Anthany. 

PEEVOILSiaiiss aoe SWALCS els TOC. Pa oye, lett toho uit ACID1 table) ies cect mem Es ATi quotoest isc esphi re oe steno A Dem 

TOOMVOICS mie 1314 VWAUES size 10, C.D, vi ctishene) eens AGCINISSIONsslns gsie ue epeiren ets ALKA Siamese mp ebicetens Heys A DUOLS hie 
104 volts. . 344 watts. .16C.p.. «e+e pAAMIttANCe Tens, le ehepeter sue o ALKANE ciel co elemten siaemeneee A DRLOdIte. 
Tio volts.) 4324 watts. <16°C..p. 0 sites ove ew AGMIXUUTE | 5) oleae iwi ee) ss ALECTINGH hrs uan es shes A pOCKYphals 
115 volts. «. 34% watts. .16¢.p.. sDeeje> MN AMONIS Hue mettetnedieMtenians Mets A ROLE Ti, iceman eee e+ + - - -Apologue. 
120 volts ~~. 34 watts « .16C, pe... see » SAGMONITION iiss chaibelye etal Alkoranic........ . .Apoplectic. 
TA5UVOMLS es a Sos, VIATLS = TO CED, se tems sues eA COLDS i cmaaiten om nrene eyes je ALIATM'S oo oy euietiel tole ve) a jos kN POPIEXY. 
TLOUNOICS ee CALL Way”) wen LO Cri Dur laters beng) iver ACLOL ines tama held name ee. -Allaying tees) Gu ates toh whe) A DOSLATE. 

- volts. . Railway mLOICe Divs sede. «ev ACTIAT| m cen save gte Ren sicMeLE ne vAllesiancemias cies ele A.DOSstolre: 
OIC tne fog oS EES W220... PL eeieiete eae oie eLKATOINESS oaetiale eiermenen Allegoric Leas) husgeeeens 0A postrophe, 
MOLES Vetesiare | WALES 6) 6 25. Cu Py ebletiectienne A dulationee soe. memen omens ATIESOry: Rae eee ences seins Apparel. 

Sevolts | 5 1 354watts: .)0':92' Cp. ails: « silence « tA Sility var sis bale buedelee ses ALES iate ments +... . Appendage. 

50 volts «1 334 watts). .32.C.p.. .% s 2), ee tAPitately ws)ce erent eeomee viteenA Nan Ce kane maers «+... .Appertain. 

B2GVOltS sn emgray WAUCS s |. 321Ce Pes clos eiteNelienA SONIZE eles ellie sete Monnaie -+- Allegation ..... + « « -Appetizer. 

54 Volts 375336 Watts’. «32°C. Pale: sieve ome fo ofA SONY, sii; | oat oll ei sivel Une ye emel tars) A bla (Ot, memes «+ «+ -Applaud. 

Too volts . «334 watts % .<.32,Cs Dis. 6s 0 0 es ASTEECING fe ior ar oneal - . . Allodium see 6 +» © « Appliance. 
104. volts. . 34 watts. .32.C.D.«e.-v»-e. » -Agreeable ........ =. .Altercate «-....... .Appottion. 
TLOCVOItS) ste) GPG WALES 6 0 32)Co\ P= «sone wenel si ATIMIETIt ite | oes Mallee ab ete iralis, A 1CItIIG Cr smnemnenes +... .Apprehend. 
115 volts. . 334 watts. .g2¢.p....-. » soe « AimIESS) sie 5) vce) erste tetietie’ « AINDLOSE) Sensei + oleate a DpTentices 
120 volts. . 342 watts. .32c.p... “joes Aimilessly Crees Jonge el AImeth VSM te) 16 ste ou etre - Apprise. 
volts. . 34% watts. .50C.p....-. SWE GA? Ty Gans. Geta Aue Amicably .... + » « . Archibald. 
SPECIAL LAMPS. 
Volts.« (6 ©3-I [Watts «15, 16°C. Pore \o shtene one oe ALATING. % vonalGicrncls saesited set AQnI CAD lGw ore icine mee anne PAT CIITECE 
volts. . 3% watts. .16c.p.....%...-Albanian ..... esis) a aneeIRILYi a) epithe) ois cutiemon te ATOHTESS: 
volts. . 342: watts... 16°C. p.. 6 2s seus » Albatross |% 0 «s,s s os sue Atmodytem. «ses see Arctic: 
VOLES) Mae Ae WALES 60.00. CuDiuls pelle retie cameo A LUDEEG ham anaes hana henehshe AMMONIA. leit eh eneae men tA TCUO Se 











